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ACTION COME-OO 

INFO OCT-01 EUR-06 ISO-OO EB-05 DRC-01 RSC-01 /014W 

073105 

R 101724Z JUL 74 
FM AMCONSUL HALIFAX 
TO SECSTATE WASHDC 808 
INFO AMEMBASSY OTTAWA 
AMCONSUL MONTREAL 

UNCLAS HALIFAX 188 

E.O. 11652: N/A 
TAGS: BMEP, CA 

SUBJECT: MAJOR EXPORT PROJECT: SUBMARINE POWER 
TRANSMISSION CABLE 

1. PROJECT TITLE: SUBMARINE POWER TRANSMISSION CABLE. 

2. DESCRIPTION: DESIGN, MANUFACTURE AND INSTALLATION 
OF 100 MEGAWATT POWER TRANSMISSION CABLE UNDER THE 
NORTHUMBERLAND STRAIT BETWEEN PRINCE EDWARD ISLAND AND 
THE MAINLAND. ALTERNATE ROUTES ARE A 10 MILE ROUTE 
FROM BORDEN, PRINCE EDWARD ISLAND TO TORMENTINE, NEW 
BRUNSWICK AND A 14 MILE ROUTE FROM WOOD ISLAND, PRINCE 
EDWARD ISLAND TO PICTOU, NOVA SCOTIA. BURIAL OF THE 
CABLE WITHIN THE SEABED WILL BE REQUIRED TO REDUCE 
HAZARD FROM SHIFTING WINTER ICE, SCALLOP DRAGGERS, AND 
SHIPPING. FEASIBILITY STUDIES AND PREPARATION OF 

TENDER PACKAGE ARE COMPLETED. DECISION ON ROUTE IS 
YET TO BE MADE. 

3. ESTIMATED TOTAL COST IS Cl 5. 4 MILLION DOLLARS 
(1973 DOLLARS). 

4. THE PROVINCE HAS OBTAINED A COMMITTMENT FROM THE 
FEDERAL GOVERNMENT FOR A GRANT OF 75 PER CENT OF THE 
CABLE COST UP TO A MAXIMUM OF C12 MILLION DOLLARS. 

REMAINING COSTS ARE TO BE FINANCED BY THE PROVINCIAL GOVERNMENT A 
AND IT MAY, IF NEEDED, RESORT TO INTERNATIONAL BOND 
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5. ENGINEERING STUDIES AND PREPARATION OF TENDERS 
WAS DONE BY MONTREAL ENGINEERING COMPANY LIMITED, 
MONTREAL, CANADA. 

6. SPECIFICS ON THE EQUIPMENT TO BE PROCURED ARE NOT 
AVAILABLE TO THIS OFFICE AT THIS TIME. HOWEVER, THE 
PROJECT WILL REQUIRE EITHER 4 SINGLE-PHASE CABLES OR 2 
THREE-PHASE CABLES OVER WHICHEVER ROUTE IS CHOSEN. 

7. CALLS FOR TENDER HAVE BEEN MADE TO POTENTIAL 
SUPPLIERS. 

8. DEADLINE FOR BID OPENING IS SEPTEMBER 19, 1974. 

PROJECT COMPLETION IS TARGETED FOR MID- 1976. 

9. IMPLEMENTING AGENCY: MINISTRY OF INDUSTRY AND 
COMMERCE, PROVINCE OF PRINCE EDWARD ISLAND, CHAR 
LOTTETOWN, PRINCE EDWARD ISLAND. THE PROVINCE WILL 
OWN THE CABLE, DISTRIBUTION OF THE POWER WILLBE 
MARITIME ELECTRIC COMPANY, LTD., CHARLOTTETOWN, 

PRINCE EDWARD ISLAND, A SUBSIDIARY OF MONTREAL 
ENGINEERING. 

10. POINTS OF CONTACT: SULO HALME OR A.D. CAMERON, 

BOTH OF MONTREAL ENGINEERING COMPANY LIMITED, PLACE 
BONAVENTURE, MONTREAL, P.Q. 

11. COMPETITION: BIDS HAVE BEEN INVITED FROM FIRMS 

IN NORWAY, SWEDEN, ITALY, FRANCE AND ENGLAND HAVING 
DEMONSTRATED CAPABILITY IN THIS FIELD. 

12. IT IS UNDERSTOOD THAT US FIRMS ARE NOT AMONG 
THOSE CAPABLE OF PROVIDING THE REQUIRED CABLE. 
MONTREAL ENGINEERING HAS INFORMED THIS OFFICE THAT THE 
US FIRMS DIRECTLY APPROACHED BY THEM HAVE INDICATED 
INABILITY TO MEET THE SPECIFICATIONS. A GREAT DEAL 

OF SUBCONTRACT WORK IS EXPECTED AND IT MAY BE POSSIBLE 
FOR US FIRMS TO COMPETE IN THIS AREA. HOWEVER, IF 
ANY US FIRM IS CAPABLE OF MEETING THE SPECIFICATIONS 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 HALIFA 00188 101751Z 

IT OUGHT SERIOUSLY CONSIDER ENTERING A BID. 

MANBEY 



UNCLASSIFIED 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



NNN 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974FIALIFA00188 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 84-0575 
From: HALIFAX 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740762/aaaacbbc.tel 

Line Count: 109 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 SEP 2002 by ThomasVJ>; APPROVED <15 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR EXPORT PROJECT: SUBMARINE POWER TRANSMISSION CABLE 
TAGS: BEXP, CA 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




